CONSEQUENCES   OF   GRAVITATION

FIGURE 15. A Yerkes Observatory photograph of the moon. The
moon is approximately full and is shown inverted and reversed, as seen
through the inverting telescope. For field glasses and prism binocu-
lars, turn the page upside down.